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GUIDED MISSILE AND ASTRONAUTICS INTELLIGENCE COMMITTEE ' 

Cjy-KA 


24 August 1965 


MEMORANDUM FOR; Security Officer* DDS&T 

SUBJECT; Strategic Weapons Intelligence Panel fSWIP) 

Meeting at Headquarters;, 8 P 9 and 10 September 1965 


At the request o£ the DCI P the Strategic Weapons Intelligence 
PaneL (JSWIPJ is being convened at CIA Headquarters on 8 P 9 and 10 
September 1965c St is possible that evening sessions will be held in 
addition to a possible Saturday session on 11 September!. Planning 
3hou!.d include the possibility o£ a special meeting of US2B to hear the 
panel report at 1500 hours on 10 September 1965c 

2 0 The panel is to consist of the following high-level consultants 
from industry and governments 

'Dr. Lawrence A 0 Hyland 

Vice President and General Manager 

Hughes Aircraft Company 

Dr. John S 0 Foster* Jr, 

Lawrence Radiation Laboratory 

Dtu Ruben F» Mettler* President 
Thompson^ Ramo* Wooldridge Systems Group 

Dr. George Kistlakowsky 
Harvard University 

Mr. Clarence Johnson 

Vice President,, Advanced Projects Division 
Lockheed Aircraft Corporation 

Dr„ Wolfgang Paraofsky 
'Stanford University 
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Lto General Waymond Davis 
Vice Commander, AFSC 
Andrews Air Force Base 


Rear Admiral Levering Smith 
Directory Special Projects 
Department of the Navy 

Major General Austin W* Betts 
Office of Research and Development 
Department of the Army 

Dr„ Charles Draper 
Massachusetts Institute of Technology 


3 0 In addition to the briefers,, attendees will include GMAXG 
members, other persons concerned from GMAXC member agencies,, 
and ONE personnels All sessions of the Panel will be conducted on an 
all-source basis,, including Restricted Data* {A list of the Panel 
membership has been forwarded to OS! Security,, 

for checking M Q'* clearances)* Ail agencies involved are being asked 
to certify clearances of personnel expecting to attend the meetings to 
the Special Clearance Center,, CIA* It is requested that the GMAIC 
Secretariat be notified when this lusting is developed* 


4* The Admin Officer of FMSAG has already obtained authority 
for use of Room 1A 07 for these meetings* No other room of adequate 
size is available* lit is possible that the Panel will want to meet 
privately from time to time and it is requested that the Foreign Missile 
Space Analysis Ceater a s conference room be approved for this purpose* 
The undersigned will assume responsibility for the security of the 
conference rooms used and will furnish agency escorts and other support 
as required* 


5* Documents used during the meetings will be secured after hours 
in the FMSAC Center,, which is manned on a 24-hour basis* 
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6 a St is requested that necessary arrangements be made 
to allow the Panel members and other participants to enter the 
gates without undue delay and to check in and out of the building 
upon presentation of identification or identification by a CIA 
employee,, A list of attendees v/ill be supplied later and escorts 
will be furnished* If possible* arrangements should be made to 
keep the main entrance open during the times that the Panel is 
in session* l will inform you at the earliest possible time should 
it become necessary for the panel to convene on Saturday* 11 
September* 


secretary — ^ 
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STRATEGIC WEAPONS INTELLIGENCE PANEL 

AGENDA 


8* 9o 10 September 2965 


»!:v;.?S!;sa83BssH:2;!#sssisaiS2aBss33asasaB6Ssta88S5ssss5:23csaBseaesasaBa 


8 September 1965 


0930- Si 00 Opening of Meeting 

^Welco . — - — - — Admiga LRakasia- 

Special Security Briefings 
Strategic Assessment made 

Its 1964 and Major Issues in Mifo Duckett asud 
1965 (45 mims,$ ONE 

Panel - EXECUTIVE SESSION 


1 1100-1200 

1200-3300 

3300-3445 


3445-2500 

2500-2730 


Strategic Missile Program 

Characteristics «•» Old Systems (15$ 
Parade and Public Releases ,(30$ 

LUNCH 

Test Range Facilities (45$ 

New Test Programs (30$ 

Break 

Deployment (60$ 

Non-Test Range Facilities (30$ 
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9 September 1.965 




0900- 2 OS 5 
2025-2030 
1030-030 
030-2225 


2225-2325 


2315-2430 


24300445 

2445-1T30 


Other Strategic Programs 
Submarine aad Soviet ASW (&0) 

Break 

Bombers (45) 

Space (30) 

LUNCH 
Nuclear (60) 

Break 

ABM and Anti -Satellite 
Parade and Releases (25) 

Firing Program (SS atsd A/C Movements) (25) 
SSMTC (30) 

Non-Range Facilities (30) 

Hess House Deployment (25) 

New Signals (5) 

Summary (25) 
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SO September 1965 \ 

■ » (><C / _ j 

/u2 </cr __ ^ / 

0930-4330 PaMel — EXECUTIVE SESSION 


I330-I500 


LUNCH -= Executive Diffitrag Room 


1500 


Special USIB Meefcfoag 
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